&® Audi A4 Wiring Diagram No. 56/1 


Automatic Climate Control 
From November 2004 


Notes: 
Information for 
@ Relay and fuse arrangements 


@ Connector arrangements 
@ Control Modules and Relays 
@ Ground connections 


= Component Locations! 
Information for 
@ Troubleshooting Procedures 


= Guided Fault Finding using VAS 5051/5052 
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Wiring Diagram 


&® Audi A4 Diag No. 56/2 


12 


13014 


‘8E0-056021006 


Battery 
Fuse (on fuse/relay panel) 
Fuse (on fuse/relay panel) 
Fuse Strip (main fuse) 
Fuse (on fuse panel) 
Fuse (on fuse panel) 
Fuse (on fuse panel) 


) Ground connection, in battery box 


) Threaded connection -1- (30), on the relay plate 


(501 ) Threaded connection -2- (30), on the relay plate 


Plus connection (15), in instrument panel wiring harness 


Plus Connection 2 (30) (in instrument panel wiring harness) 


Plus connection -2- (30), in instrument panel wiring hamess 


“nico with feat heated seats only 
*topyfrom)2006 mre y., > Current wiring diagram for standard equipment 
** Fuse increased from 30A to 35A, from 2006 m.y. 
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&® Audi A4 Wiring Diagram No. 56/3 


Ignition/Starter Switch, Climatronic Control Module 


D__Ignition/Starter Switch 
( ) J255 Climatronic Control Module 


Ground Connection 1 (in interior wiring harness) 


Plus Connection (15) (in instrument panel wiring hamess) 


Plus Connection (30) (in instrument panel wiring harness) 


60 Connection (75) (in instrument panel wiring harness) 
Plus Connection (30) (in heated seats wiring harness) 
with heated seats rear only 

25 25 

To 

Asizo Kzr0 J255 


© )) 
pe ps 


10 1,0 
rofl br 


ws = white 
sw = black 
ro red 
br = brown 
gn = green 
bl blue 
gr = grey 
li lilac 
56 1 7 «8 19 «42 2 2 23 4 6 6 WF 2B ge yellow 
or = orange 
{3E0-056031006 : 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/4 


Central Air Flap Motor, 
Motor 


ir Flow Flap Motor, Recirculation Flap 


G112 Central Flap Motor Position Sensor 

G113 Back Pressure Flap Motor Position Sensor 
G143 Recirculation Flap Motor Position Sensor 
J255  Climatronic Control Module 
V70_ Central Air Flap Motor 
71 Air Flow Flap Motor 
V113 Recirculation Flap Motor 


Ground Connection 1 (in A/C wiring harness) 


Connection (5 Volts) (in A/C wiring harness) 


J255 


(Fe © ae ell 
ia I” ’ I r 1” r’ I” BI4 


0,35 0,35 035 0,35 0,35 0,35 0,35 0,35 0,35 0,35 
sw bijro_ililgegn/ws arige wsige gtign gelgn wsign 


5 5 IS 
113 Gis 8 (3 G112 V70 ws = white 

sw = black 

ro red 
0,35 0,35 @ 0,35 br = brown 

sw sw sw gn? -=4gicea 

131 bl blue 

gr = grey 

li lilac 
2 #30 «31 «6320 (338K (tsi (iD ge yellow 
or = orange 

'8E0-056041006 é 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/5 


Defroster Flap Motor, Left Temperature Flap Motor, Right 
Temperature Flap Motor 


) G135 Defroster Flap Motor Position Sensor 


G220 
G221 
J255 
V107 
V158 


Left Temperature Flap Potentiometer/Actuator 
Right Temperature Flap Potentiometer/Actuator 
Climatronic Control Module 

Defroster Flap Motor 

Left Temperature Flap Motor 


159. Right Temperature Flap Motor 


Ground Connection 1 (in A/C wiring harness) 


(L31) Connection (5 Volts) (in A/C wiring harness) 


( J255 ) 
15/4 a4 B2 yA2 fr” yAi2 ae 
0,35 0,35 0,35 0,35 0,35 0,35 035 0,35 0,35 
gr wsigr_gtign ws/bl gniro_ biisw gil ws/bl ge/bl 


T t 7 
0,35 0,35 
briws briws 
Lo s Ai te Je [Is 
3 G135 Vi07 3 G220 Vis8 3 Gai Vi59 ws = white 
sw = black 
ro red 
@ 0,35 0,35 0,35 br = brown 
sw sw sw 
gn = green 
L3t i 1 J bl blue 
gr = grey 
li lilac 
43 44 «445 «446 «447 «4480 «6490-50 ls Hs CHC ge yellow 
or = orange 
'8E0-056051006 e 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/6 


Sunlight Photo Sensor, Vent Temperature Sensor, Fresh Air 
Intake Duct Temperature Sensor 


G89_ Fresh Air Intake Duct Temperature Sensor 
G107 Sunlight Photo Sensor 
G150 Left Vent Temperature Sensor 
G151_ Right Vent Temperature Sensor 
G261 Left Footwell Vent Temperature Sensor 
G262_ Right Footwell Vent Temperature Sensor 
6263. Evaporator Vent Temperature Sensor 
J255. Climatronic Control Module 


Ground Connection 4 (in A/C wiring harness) 


Po oBoods 
0,35 0,35 0,35 into 0,35. 
rolge wsign_swign., , briws, 


| | 
[. [. [. 70 


| 70 


‘Sensor Ground Connection (in Climatronic wiring harness) 


\) 


G261 G150 71G151 
0,35 
“fe 
ws = white 
sw = black 
ro red 
br = brown 
gn green 
bl blue 
gr = grey 
li lilac 
5758 59 60st 62 63 64 6566 67 6869 70 ge yellow 
or = orange 
{8E0-056061006 e 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/7 


Air Quality Sensor, A/C Compressor Regulator Valve 


G238 Air Quality Sensor 

J255 _Climatronic Control Module 

N280 A/C Compressor Regulator Valve 

T10c 10-Pin Connector, violet, connector station A-pillar, left 

T17e 17-Pin Connector, white, connector station E-box, plenum chamber 


Ground Connection (in engine compartment, left) 
Ground Connection (on engine block) 

Ground Connection 1 (in right front wiring harness) 

Ground Connection 1 (in engine compartment wiring harness) 
Ground Connection 2 (in right front wiring harness) 


J255 = 
( l ® \ ) (261 ) Ground Connection (in heated spray jet wiring harness) 


ioe: A38 ) Plus Connection 2 (15a) (in instrument panel wiring harness) 
prrrene * with sensor for air quality only 
ms *** 6.0 mm? cross-section where applicable 
biibr *** for engine codes BHF, BBK only 
Ia **** for engine codes BNS from 2006 m. y. only 
# for engine codes BGB, BPG, BWE, BYK, BWT only 
Xl Nos ## for engine codes BNS from 2007 m. y. only 


0,5 
br tee 


ws = white 
sw = black 
ro red 
br = brown 
gn = green 
bl blue 
gr = grey 
li lilac 
oe ge = yellow 
or = orange 
{3E0-056070407 : 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/8 


High Pressure Sensor 


A14 Windshield Heating Voltage Converter 
G65 High Pressure Sensor 
J255  Climatronic Control Module 
T2n 2-Pin Connector, near Windshield Heating Voltage Converter 
T10c 10-Pin Connector, violet, connector station A-pillar, left 
710d 10-Pin Connector, grey, connector station A-pillar, left 
T10ac 10-Pin Connector, black, in engine compartment, left 
714  14-Pin Connector, black, in engine compartment, left 
Heated Windshield 


Ground Connection (in engine compartment, left) 
) Ground Connection (near starter battery) 


Plus Connection’ 2 (15a) (in instrament pahét wiring harness) 


Reated front Window only’ 
J255 up to 2006 m. y. 
( } © ( ) from 2007 m. y. 
p” 
0,35 
bribl 
T100/1 T1009 
05 0,35 
griro bribl 
france fru 
Tioacio## FT 10ac/1 0H Tani2 
05 0,35 2, 
griro bribl 
Is ke | 
®& Ges |A14** Bl z2— 
Yr 1 ws = white 
0,35 25 sw = black 
aT arnt H re: red 
br = brown 
Tani 
ern i= __] = 
briws bl blue 
gr = grey 
(G2) li lilac 
8 88 868 «688 «689 ts«éM % 895 «6967 9B ge yellow 
or = orange 
{3E0-056081006 e 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/9 


Fresh Air Blower, Solar Cells, Heated Rear Window 


C18 Windshield Antenna Suppression Filter 
C20 Solar Cells 
J9__ Rear Window Defogger Relay 


J126 Fresh Air Blower Control Module 

J255 Climatronic Control Module 

117g 17-Pin Connector, dark brown, connector station A-pillar, left 
V2 Fresh Air Blower 
Z1 Heated Rear Window 


Ground Connection (behind instrument panel, right) 


Ground Connection (on left lower A-pillar) 


Ground Connection 1 (in instrument panel wiring harness) 


Ground Connection 1 (in interior wiring harness) 


J255 
( / ® Ground Connection (in roof wiring harness) 
ps 

05 05 Ground Connection (on left D-pillar) 

swibr ge 
40 254 Ground Connection (on right D-pillar) 
rojbl ro/bl 

2 Mh Ie de 


Heated Rear Window Connection 2 (in interior wiring harness) 


with solar roof only 
** for avant = avant rear wiring diagram 


roibl* 
3 river 
ob* 
Mh 
a 
__|C20 
2 ws = white 
sw = black 
ro = red 
br = brown 
go, = green 
bl blue 
gr = grey 
i lilac 
107 108«« 109110141112 ge: =: yellow 
or = orange 
{3E0-056081006 : 
rs pink 
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&® Audi A4 Wiring Diagram No. 56/10 


Instrument Cluster Control Module 


G59 Driver's Heated Seat Temperature Sensor 
G60 Front Passenger's Heated Seat Temperature Sensor 
J255_ Climatronic Control Module 
J285__ Instrument Cluster Control Module 
Téd 6-Pin Connector, green, seat wiring connector station, driver's seat 
Tée 6-Pin Connector, green, seat wiring connector station, passenger seat 
T8f _8-Pin Connector, on driver's seat for driver's seat Heating Element 
T8g _8-Pin Connector, on passenger's seat for passenger's seat Heating 
Element 
16-Pin Connector, black, Data Link Connector (DLC) 
32-Pin Connector, blue, on instrument panel insert 
32-Pin Connector, green, on instrument panel insert 


) K-Diagnosis Wire Connection (in instrument panel wiring harness) 


Comfort System High-Bus Connection (in instrument panel wiring 


0,35 0,35 ) hamess) 
orfbr —orlgn eer aa a 
aes a Be Comfort System Low-Bus Connection (in instrument panel wiring 
a harness) 
( © / © Jess With’héated seats only, + Heated Seat wiring diagram 
yr Cs yoe yFI2 pu 
0,35 
gniro 
ye2s 
10 05 05 10 0,35 
swign swiws geil swige gnro 
fs tw iTéel4 
40 05 05 1,0 
salon swiws gebl swige sure 


igi Teg hiTegi4 Atte 
5 Tess so Rd g a 


ws = white 

sw = black 

ro = red 

br = brown 

gn = green 

bl = blue 

gr = grey 

ii = Tilac 
130°«114°«115 116117, 118119 120. 121. 122,123. 124125 126 ge = yellow 
seonariaroes] | «= orange 
rs = pink 
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